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Message Text 



UNCLASSIFIED 
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ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 FBOE-00 A-OI /0I9W 

125156 

P 042000Z APR 75 

FM AMEMBASSY OTTAWA 

TO SECSTATE WASHDC PRIORITY 6054 

UNCLAS OTTAWA 1219 

E.O. 11652: N/A 
TAGS: AESP, ASEC 

SUBJ: EY 1975 STATE PROGRAM TO COMBAT TERRORISM 

COMPLETE BREAKDOWN FOR TERRORISM EUNDS REQUESTED IS 
AS FOLLOWS: 

I. OTTAWA 

A. INSTALLATION CHARGE FOR LEASED LINE 
FROM BELL CANADA FOR 500 LISGAR, 400 ACACIA, 

150 WELLINGTON, AND 141 COOPER EMERGENCY ALARM 
SYSTEM. BID $ 90.00 

YEARLY RENTAL FOR ABOVE LINES WHICH ARE ALARM 
CONNECTION TO CHANCERY. BID 231.00 

2. INSTALL LOCTRONIC DEADBOLTS AND ELEVATOR BY PASS 

SWITCH FOR FLOOR. EST 250.00 

3. NICAD BATTERY PACK FOR CHANCERY ALARMS EST 150.00 

4. SOLID CORE DOOR FOR 2ND FLOOR 

OF CHANCERY BID 2,250.00 

NECESSARY HARDWARE EOR ABOVE DOOR EST 165.00 

5. INSTALLATION OF LOCKS ON CHANCERY SAFEHAVEN 

ROOMS AND RESIDENCE WINDOWS COST 300.00 
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6. ACQUISITION AND INSTALLATION OF LEXAN GLASS 
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FOR MSG POST #1 . COST UNKNOWN 

7. FLOORING AND FURNITURE FOR MSG 
POST #1 . COST UNKNOWN 

8. ARMORED DOOR FOR MSG POST #1. EST 1,000.00 

9. DESIGN AND FABRICATE ARMORED RECEPTIONIST 

COUNTER IN LOBBY. EST 1,500.00 

INTERCOM BETWEEN RECEPTIONIST AND 
MSG POST #1. EST 35.00 

10. SUPPLY AND INSTALL 1/8" STEEL PLATE 
ON REAR DOOR. BID 20.00 

1 1 . SUPPLY AND INSTALL EXPANDED METAL GRILL FOR 

WINDOW OVER WEST DOOR EST 100.00 

12. SUPPLY AND INSTALL DECORATIVE EXPANDED METAL GRILL 

FOR WINDOW OVER FRONT DOOR. EST 250.00 

13. SUPPLY AND INSTALL EXPANDED METAL GRILLS OVER 

BASEMENT WINDOWS AT RESIDENCE EST 150.00 

14. REPLACE HARDWARE AND REKEYING OF EMBASSY 

INTERNAL LOCKS EST 400.00 

15. STRENGTHEN EMERGENCY GENERATOR ROOM DOOR AT 

CHANCERY. EST 35.00 

16. KEY CABINET AND KEY TAGS FOR MSG 

POST#!. COST 135.00 

17. WEAPONS LOCKER, MOSLER CLASS 6 FOR PROTECTIVE 

SECURITY EQUIPMENT. BID 1,085.00 

18. INSTALLATION OF EMERGENCY RADIO NET: 

ONE BASE STATION - CHANCERY EST 400.00 

THREE BASE STATINS - RESIDENCES EST 700.00 
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THREE MOBILES EST 350.00 

SIX CHARGER/ANTENNA IN PRIVATELY OWNED 
VEHCILES EST 360.00 

TOTAL 1,810.00 

19. DESIGN AND CONSTRUCT METAL LOUVERED HOUSING WITH 
INTERIOR SCREENING FOR COMCENTER AIR CONDITIONING 
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COMPRESSORS. EST 2,000.00 

20. INSTALLATION OF PERIMETER ALARM SYSTEM AT 

RESIDENCE DEPENDENT UPON AMBASSADOR'S 
APPROVAL. EST 2,500.00 

21. ADDITIONAL KEY CABINET, LATCH LOCK, PANIC BAR 
BAR ALARM, LOCK REPAIR, SECURITY SIGNS. COST 545.00 

II. MONTREAL 

1. WELD BASEMENT WINDOW BARS, WELD HINGES ON TWO 

DOORS, INSTALL LOCK AND PANIC BAR, EXPANDED METAL 
GRILL ON WINDOWS AND DOOR, WELD COAL SHUTE PLATE 
AT 1558 MCGREGOR. BID 1,375.00 

2. FABRICATE AND INSTALL EXPANDED METAL GRILLS AND 
WINDOWBARS AT 1564 MCGREGOR. BID 950.00 

3. THREE SOLID CORE DOORS AT 

1564 MCGREGOR. BID 1,200.00 

4. INSTALL BAR LOCKS ON 24 CABINETS AND INDEX 

CABINETS IN VISA FILE ROOM. EST 525.00 

5. SUPPLY AND INSTALL PANIC BARS WITH 1" THROW 

THROW ON THREE NEW DOORS. EST 375.00 

6. INSTALL MEDECO CYLINERS ON FRONT DOORS OF 

BOTH BUILDINGS. EST 100.00 

7. BASED ON MONTREAL TELEGRAM 0316 DATED 2/19/75 
CONTRACTOR PROVIDED REVISED ESTIMATE OF $950.00 
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ADDITIONAL ON ABOVE BIDS 1 , 2 AND 3. BID 950.00 
TOTAL 5,475.00 



III. TORONTO 

1. EXPANDED METAL GRILLS ON FIREESCAPE 

DOORS. BID 250.00 

2. LEXAN GLASS PARTITIONS IN NIV SECTION WITH 

ADDITIONAL MODIFICATIONS. BID 1,750.00 

3. INSTALL DOUBLE GLASS DOORS AT NIV 

SECTION. EST 500.00 



Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



4. INSTALL PANIC ALARM BELL IN CONSUL 

GENERAL'S OFEICE. EST 60.00 

5. OUTSIDE DOOR LOCKS. COST 250.00 

6. ADDITION TO PERIMETER FENCE COST 275.00 

7. EXTERIOR LIGHTS COST 165.00 

TOTAL 3,250.00 

IV. CALGARY 

1 . INSTALLATION OF ADT ALARMS COST 815.00 

2. BAFFLE FOR RECEPTIONIST. COST 224.00 

3 . SECURITY BARS AND LIGHTS COST 1 , 1 08 .00 

TOTAL 2,147.00 

V. HALIFAX 

1. EXTERIOR LIGHTS. COST 232.00 

2. EMERGENCY ALARM BELL. COST 145.00 
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3. BARS FOR WINDOWS. COST 498.00 

4. SUPPLY AND INSTALL LOCKS COST 196.00 

TOTAL 1,071.00 



VI. VANCOUVER 

1 . VAULT DOOR COMBINATION SET. COST 22.00 

2. KEY CABINET. COST 18.00 

3. STORAGE OF DISINTEGRATOR. COST 12.00 

4. INSTALL VAULT DOOR. COST 225.00 

TOTAL 277.00 



VII. QUEBEC 

1 . SUPPLY AND INSTALL LOCKS COST 249.00 

VIII. WINNIPEG AND ST JOHNS NO EXPENDITURES 



Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



IX. ALL POST 

1 . ADT ALARM SYSTEMS COST 7,054.00 

TOTAL $35,624.00 

THE ABOVE FIGURES DO NOT INCLUDE $8,000.00 FOR RESIDENCE 
GUARDHOUSE, $5,986.00 FOR SAFES, OR $1,998.00 FOR SECURITY 
BARRIERS, LIGHTS AND ALARMS FOR MONTREAL AND OTTAWA MOST 
OF WHICH HAD ALREADY BEEN INCLUDED IN THE SECURITY 
RECOMMENDATIONS. 

ALSO, NOT INCLUDED IN THIS REQUEST IS AN FBO FUNDED PROJECT 
FOR MONTREAL WHICH INVOLVES WINDOW PROTECTION SUCH AS 
MYLAR SHEETING. THE COST INVOLVED IS UNKNOWN BUT THE WINDOW 
SPECIFICATION WERE PROVIDED A/SY ON 5/29/74. 

SOME OF THE ABOVE ITEMS MIGHT NOT BE DIRECTLY RELATED 
TO TERROISM BUT DO REPRESENT SECURITY EXPENDITURES. LACK 
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OF FUNDS HAS PREVENTED IMPLEMENTATION OF COMPREHENSIVE 
SECURITY SURVEY RECOMMENDATIONS WHICH WERE MADE IN 
OCTOBER 1974 AND JANUARY 1975 FOR MONTREAL AND TORONTO 
RESPECTIVELY. FURTHER, RSO HAS BEEN UNABLE OBTAIN NECESSARY 
FUNDS TO PERMIT TRAVEL TO REMAINING CONSULATES WHERE 
SURVEYS NEED TO BE CONDUCTED. PORTER 
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NNN 
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